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INFO OCT-01 EUR-25 ISO-OO SCI-06 ABF-01 OMB-01 RSC-01 /043 R 
66615 

DRAFTED BY DHEW/PHS/IHS HPTHOMPSON :DF 
APPROVED BY SCLMSBEAUBIEN (REC. 4/4) 

DHEW/ASH/OIH:LAVFOGEL 
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R052157Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BELGRADE 

UNCLAS STATE 069531 

E.O. 11652:N/A 

TAGS: TPHY, OSCI, TBIO, YO 

SUBJ: DHEW/PHS/SFCP - VISIT OF DR. WILLIAM A. BETTS, P.L. 

480 AGREEMENT NO. 02 083 2 ,"THE EVALUATION OF THE 
INFLUENCE OF A WIDE COMMUNITY HEALTH EDUCATION PROGRAM 
CARRIED OUT BY THE HEALTH SERVICES, WITH A PARTICULAR REGARD 
TO THE HEALTH VISITOR S SERVICE" 

1. DR. WILLIAM A. BETTS ARRIVING BELGRADE VIA YAT 
NO. 353 3:25 PM 4/14/74. 

2. PURPOSE TO REVIEW PROJECT PROGRESS TO DATE, EVALUATE 
PROGRESS OF IN-SERVICE TRAINING, DEMONSTRATE PATIENT 
EDUCATION AUDIO-VISUAL DEVICE, AND TO INTERVIEW AND CONFER 
WITH THE HEALTH VISITORS. 

3. ACCOMMODATIONS ARRANGED. EMBASSY REQUESTED ADVISE 
PRINCIPUL INV STIGATOR, DR. BRATISLAV M. TOMIC DIRECTOR, 

INSITUTE FOR HEALTH EDUCATION, BELGRADE, OF ETA. 

4. EMBASSY AUTHORIZED CHARGE COMMON CARRIER COSTS. INTERNAL 
TRAVEL, PER DIEM AND MISCELLANEOUS EXPENSES TO 
APPROPRIATION 75X0837, ALLOTMENT 4-1995602, 
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OBJECT CLASS 21.2Z, OBLIGATING DOCUMENT 02004083, 
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5. DR. BETTS WILL DEPART 4/25/74. 
RUSH 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, SCIENTIFIC COOPERATION, MEDICAL FACILITIES, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 APR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE069531 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DF 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740078-1063 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740462/aaaacegc.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 JUN 2002 by bryansd0>; APPROVED <17 DEC 2002 by WorrelSW> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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